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ORIGIN EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO L-03 CAB-02 CIAE-00 COME-OO 

DODE-OO DOTE-OO INR-07 NSAE-00 FAA-00 ARA-06 INRE-00 

SSO-OO /038 R 

DRAFTED BY EB/OA/AVP:JKGORDON:IO 
APPROVED BY EB/AN:RABROWN 
EUR/CAN :DBLAKEMORE (SUBS) 

ARA/CCA:EPSMITH (INFO) 

FAA/AIA-L00: J SHAFFER 

130855 

O 042145Z MAR 76 

FM SECSTATE WASHDC 

TO AMEMBASSY OTTAWA IMMEDIATE 


LIMITED OFFICIAL USE STATE 05333 1 

E.O. 11652: N/A 

TAGS: EAIR, OCLR, CA, CU, US 

SUBJECT: CIV AIR - CUBANA ROUTES MONTREAL-HAVANA 
REF : OTTAWA 870, 887 

1 . DEPT AND FAA APPRECIATE TIMELY AND ACCURATE REPORTS 
FROM EMBASSY'S TCO. 

2. REGARDING CONFLICTS IN ROUTES GIVEN IN STATE 42942 
AND OTTAWA 782, AIR CANADA IS CORRECT, CZECH OPS SPECS 

NEED MINOR AMENDMENT. MONTREAL-MASSENA ROUTE SOUTHBOUND 
IS INVALID. FLORIDA ROUTE OVER ORLANDO (SEE ALTERNATE 
ROUTE 2, PARA 5 BELOW) ALSO HAS DIRECTIONAL DIFFERENCES. 

3. U.S. AGENCIES PREFER CUBANA USE FOLLOWING ROUTES, 

WHICH ARE SIMILAR TO THOSE PROPOSED BY AIR CANADA FOR 
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CUBANA SERVICE AND TO THOSE USED BY THE CUBANA FLIGHT 
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ON FEB 25. PRIMARY, SIMILAR TO THAT IN PARA 4 OF OTTAWA 
OTTAWA 770: 

MONTREAL 

DIRECT TO PLATTSBURG 
J-75 TO ALBANY 
J-37 TO KENNEDY 
J-79 TO HAW 
AR-2 TO BIMINI 
A- 13 TO ZOLA 
DIRECT TO HAVANA 

4. FIRST ALTERNATE ROUTE, SAME AS PARA 2 OF 
OTTAWA 770, PROPERLY DEFINED: 

MONTREAL 

DIRECT TO PLATTSBURG 
J-75 TO ALBANY 
J-37 TO KENNEDY 
J-79 TO WILMINGTON 
AR 1 TO BISCAYNE BAY 
DIRECT TO MARATHON 
DIRECT TO HAVANA. 

5. SECOND ALTERNATE ROUTE: 

MONTREAL 

HL-567 TO PLATTSBURG 
J-29 TO SYRACUSE 
J-59 TO PHILIPSBURG 
J-78/J-109 TO GORDONS VILLE 
J-75 TO COLUMBIA 
J-51 TO JACKSONVILLE 
J-53 TO MIAMI 
DIRECT TO MARATHON 
DIRECT TO HAVANA 

NORTHBOUND USING THIS ROUTE, AS FOLLOWS: 
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HAVANA 

DIRECT TO MARATHON 
DIRECT TO BISCAYNE BAY 
J-79/J-103 TO SAVANNAH 
J-51 TO COLUMBIA 

6. REGARDING AIR CANADA DEVIATION FROM ROUTES, AIR 
CANADA'S OPS SPECS ALLOW THEM USE OF ANY U.S. FEDERAL 
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AIRWAY OR JET ROUTE. KISSINGER 
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